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UNCLASSIFIED 

PAGE 01 ABU DH 00898 261039Z 
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ACTION NEA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

060657 

R 26095 0Z APR 75 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2875 
AMEMBASSY BEIRUT 
AMEMBASSY JIDDA 

UNCLAS ABU DHABI 0898 

E.O. 11652: NA 
TAGS: BTIO, ELEC, TC 

SUBJ: FOREIGN GOVERNMENT TENER: HIGH AND LOW VOLTAGE DISTRIBUTION 
SYSTEM FOR NORTHERN AND EASTERN U.A.E. 


REF: A.D. 706 


1. 520/01/T0008 

2. 042675 

3. J.DERBAS 

4. 520-UNITED ARAB EMIRATES 

5. N 

6A-B. DOCUMENTS AVAILABLE FROM UAE MINISTRY OF WATER & 
ELECTRICITY, (ABU DHABI OR DUBAI), UAE EMBASSY BEIRUT 
OR LONDON. 

UAE MINISTRY OF WATER & ELECTRICITY 
P.O. BOX 1672 
DUBAI, U.A.E. 

OR 

P P.O. BOX 629 
ABU DHABI, U.A.E. 

7. E5/75 
4&. 06/01/75 

9. 201 

10. 9918202/0000 

TEXT OF INVITATION READS AS FOLLOWS: QUOTE: THE MINISTRY OF 
UNCLASSIFIED 
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ELECTRICITY AND WATER FOR THE UNITED ARAB EMIRATES 
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INVITES TENDERS FOR THE FOLLOWING WORKS: 

TENDER NO. E5/75 - PROJECT 3277/1 1 

QUOTE: COVERING COMPLETE TURNKEY HIGH AND LOW VOLTAGE 
DISTRIBUTIION SYSTEMS FOR WESTERN AREA CENTERED ON AJMAN 
AND UMM AL-QUWAIN CONSISTING OF DISTRIBUTION OVERHEAD 
LINES, CABLES AND SUB-STATIONS PLUS INTERCONNECTION 
WITH AND UPRATING OF THE TWO EXISTING POWER SUPPLY SUSTEMS. 
QUOTE: TENDER NO. E5/75 - PROJECT 3277/12 

COVERING COMPLETE TURNKEY HIGH AND LOW VOLTAGE DISTRIBUTION 
RYSTEMS F04 THE CENTRA) AREA OF DHAID, * FALLAGE AL MOLLA, 
MASAFI, MASFUT, IDHN, MANAMA AND HATTAH CONSITING OF 
DISTRIBUTION OVERHEAD LINES, CABLES AND SUB-STATIONS 
PLUS INTERCONNECTION WITH UPRATING OF THE EXISTING POWER 
SUPPLY SYSTEMS. 

QUOTE: TENDER NO. E5/75 - PROJECT 3277/13 

COVERING COMPLETE TURNKEY HIGH AND LOW VOLTAGE DISTRIUBTION 
SYSTEMS FOR EASTERN AREA CENTERED ON DIB A, KHOR FAKKAN, 

QIDFA AND FJUAIRAH CONSISTING OF DISTRIBUTION OVERHEAD 
LINES, CABLES AND SUB-SATIONS PLUS INTERCONNECTION 
WITH AND UPRATING OF THE EXISTING POWER SUPPLY SYSTEMS. 

QUOTE: PROSPECTIVE TENDERERS WHO HAVE PREVIOUS EXPERIENCE 
OF HANDLING LARGE DISTRIBUTION PROJECTS SHOULD APPLY 
DURING NORMAL OFFICE HOURS AT THE MINISTRY'S OFFICES 
IN ABU DHABI OR DUBAI, OR TO THE U.A.E. EMBASSY IN 
LONDON OR BEIRUT. 

QUOTE: EACH TENDER FEE DHS. 1,000 AND IS NOT REFUNDABLE. 

QUOTE: VOLUMES 1 AND 2 OF THE TENDER DOCUMENTS ARE 
AVAILABLE NOW AND VOLUMES 3 AND 4 WILL BE AVAILABLE 
IN A FURTHER TWO WEEKS. 

QUOTE: EACH TENDER GSUST BE SUPPORTED BY A BANK 
GUARANTEE OF 5 PERCENT OF THE TOTAL CONTRACT SUM, VALID FOR 
THREE (3) MONTHS, INCREASING TO 10 PERCENT FOR THE SUCCESSFUL 
TENDERER FOR THE PERIOD OF THE CONTRACT. CHEQUES ARE 
NOT ACCEPTABLE. 

QUOTE: OFFERS SHOULD BE SUBMITTED REGARDLESS OF WHERE 
THE DOCUMENTS WERE PURCHASED TOGETHER WITH THE COMPLETE 
TENDER DOCUMENTS IN TRIPLICATE. ENCLOSED IN A PLAIN 
SEALED EVELOPE ADDRESSED TO: 

HIS EXCELLENCY THE CHAIRMAN 

THE PERMANENT COMMITTEE FOR PROJECTS 

UNCLASSIFIED 
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MINISTRY OF PLANNING 
P.O. BOX 904 
ABU DHABI U.A.E. 

QUOTE: THE CLOSING DATE FOR ALL TENDERS WILE BE 
1 JUNE 1975 NOT LATER THAN 17.00 HOURS. ALL EVELOPES SHALL 
BE MARKED WITH THE DESIGNATION NUMBER OF THE TENDER, 

BUT THE TENDERER S NAME SHALL NOT APPEAR ON THE ENVELOPE. 
QUOTE: THIS NOTICE IS COMPLEMENTARY TO THE DETAILS 
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GIVEN IN THE OFFICIAL SPECIFICATION AND IN NO WAY MODIFIES 
THE DETAILS CONTAINED THEREIN. UNQUOTE. 

11. DETAILS OF PROJECT REQURREMENTS ARE AS FOLLOWS: 

A. 33 KV LINE: 14 KM. UNDERGROUND; 64 KM. OVERHEAD 

B. 1 1 KV LINE; 1 1 KM. UNDERGROUND; 57 KM. OVERHEAD. 

THIS IS JUST ONE OF LARGE POWER DISTRIBUTION PROJECTS 

IN UAE. COMPANIES INTERESTED IN PROJECT REPORTED REFTEL 
SHOULD ALSO BE INFORMED OF THIS MAJOR OPPORTUNITY, 

ESTIMATED TO COST ABOUT DHS. 200 MILLION. 

STERNER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ABUDFI00898 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 47-0389 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975041 2/aaaaaljn. tel 

Line Count: 125 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 706 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUL 2003 by maginmm>; APPROVED <10 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENER: HIGH AND LOW VOLTAGE DISTRIBUTION SYSTEM FOR NORTHERN AND EASTERN U.A.E. 
TAGS: BTIO, ELEC, TC 
To: COM 
Type: TE 
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